ETag: "63515db0460fc71da39b2784c84bc724"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: TE, close
content-length: 165979
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.1
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: A new four-terminal-pair bridge, capable of achieving a relative standard uncertainty of 1x10(-9), was constructed at the National Institute of Standards and Technology by converting a two-terminal-pair bridge. The conversion requires only the addition of components which are easily removed if two-terminal-pair measurements are to be made. The design and testing of this bridge is described. The new four-terminal-pair bridge requires fewer auxiliary balances than the present four-terminal-pair bridge employed at NIST, which makes it much easier to use. This new design can be used to compare capacitance, resistance, and inductance standards.
x-archive-meta-cite: J. Res. Natl. Inst. Stand. Technol. Vol. 103, No. 2, p. 163
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-creator: Jeffery, A; Shields, JQ; Lee, LH
x-archive-meta-description: Journal of Research of the National Institute of Standards and Technology
x-archive-meta-issue: 2
x-archive-meta-keywords: ac bridge; four-terminal-pair bridge; four-terminal-pair measurements; precision impedance measurements; two-terminal-pair bridge
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 163
x-archive-meta-pubdate: 1998-03
x-archive-meta-publisher: National Institute of Standards and Technology
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the individual works to make sure there are no copyright restrictions indicated. Individual works may require securing other permissions from the original copyright holder.
x-archive-meta-title: An easy-to-use combination four-terminal-pair/two-terminal-pair AC transformer bridge
x-archive-meta-volume: 103
x-upload-date: 2011-08-29T20:45:04.000Z
